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STLC-C 

ST.  LOUIS  CATHEDRAL 

New  Orleans,  Louisiana 
This  crucifix  is  made  of  Papier  Mache  covered 
with  Plaster  and  Painted.    Before  it  is  kept  a 
Relic  of  the  TRUE  CROSS. 
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